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3.125 (a) 

FACILniES, GENERAL 

Four tiger enclosures: The lower panels of wood al the bottom of the openirigs of the den bojtes were broken aixl 
splintetacl with jagged top edges. The den txixes musi be kept in good repair lo prgtecl and prevent injpry tP Iha 
animals frcwn tba odgas of Ihs wood panels upon antry and axil o1 the den boxes. A system of llimaly Idantiricalfon and 
replacement or repair of maintenance problenis must be in place to protect iho animate Irom injury. 

Fox enclosure; In the southeast corner and In front of the shelter box area ol the enclosure^ ihexe Is wre (lowing 
material wUh approximately 2 inch gaps exposed above the ground. The preserice of exposed or inappropriately 
placed wiring material ittay laad lo animals being trapped or injured. These areas must be idenlilied, kept in ga(^ 
repair and maintained to- protect the animate and prevent injury to limbs and keep them from being entrapped 
between tlpgring/wiing materials. 

Mule deer ‘enclosure; The shelter slructure locaSed in the soulheast comer oF the pen had an approximately 2.5 ft 
kmg X 3^4 inch wide gap in fhe oorrugsled motel sheeting on the shelter' s wsst wpll. ThB gapping in ths mefal 
created sharp. protrudlr>g edges alwtg its length. Failure to maintain primary enclosures In good repair may lead lo 
injury lo lhe deer, including puncture wounds from sharp edges and trapping limbs or antlers in holes or gaps. A 
system oi maintenance and repair must be in place. 
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Exit interview conducted with facility representative. 
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